Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Yorkshire III 


General Cargo - 12,040 d.w.t. 


Autumn 1960 


(01/10/1960) 


Captain Peate H.B 
Chief Eng Officer Peat R 


Beckett J.F 2nd Eng Officer Wilson D.K.B 
Sloan J 3rd Eng Officer Pitt A.N 
Ablett A 4th Eng Officer Davies P.E 
Gay S.H 5th Eng Officer Keenan T 
Steiner N.R 6th Eng Officer Dawson A.G 
Excell G.R 7th Eng Officer Steven R.S 
Warre-Dymond A Electrical Officer Evans R.S 
Ferry W.J 2nd Elect Officer McLeod W.J 
Ashley E 

Carpenter Collins M 

Spring 1961 
(18/04/1961) 
Captain Peate H.B 
Chief Eng Officer Peat R 

Beckett J.F 2nd Eng Officer Wilson D.K.B 
Sloan J 3rd Eng Officer Pitt A.N 


Ablett J 4th Eng Officer 
Excell G.R 5th Eng Officer 
Gay S.H 6th Eng Officer 
Steiner N.R 7th Eng Officer 
Warre-Dymond A Electrical Officer 
Ferry W.J 2nd Elect Officer 
Ashley E 


Carpenter Collins M 





Davies P.E 
Keenan T 
Dawson A.G 
Steven R.S 
Evans R.S 
McLeod W.J 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Weir R 

Rice N.J 
MacDermott P.J 
Steiner N.R 
Lewis E.C 
Ovenstone C.R 


Warre-Dymond A 


Monaghan J.P 
Dickenson D 


Autumn 1961 


Captain Cooper T 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Electrical Officer 
2nd Elect Officer 


Carpenter Preston A.G 





Waldie J.W 
Gowsell K 
MacDermott P.J 
Allen J.J.G 
Lewis E.C 
Ovenstone C.R 
Biggs R.A 

Case M.H 
Waller R.A 
Ashley E 


Spring 1962 


Chief Eng Officer Peat R 


Page B.M 
Smallwood M.R 
Whitby D.P 
Steven R.S 
Rowe J.D 

Allen G 

Schult A 
Scovell D.K 


Captain Cooper T 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Electrical Officer 
2nd Elect Officer 


Carpenter Preston A.G 


Chief Eng Officer Peat R 


Page B.M 
Carroll T.M 
King H.M 
Rowe J.D 
King D.P 
Tuck W 
Schultz A 
Scovell D.K 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Beckett J.F 
Ellison R.M 
MacDermott P.J 
Vaughan C.J 
Allen J.J.G 
Lee S.J 
Biggs R.A 
Case M.H 
Ryan P 
Waller R.A 
McNeil R 


Winter 1962 


Captain Hagley R.L 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Electrical Officer 
2nd Elect Officer 


Carpenter Preston A.G 





Mackinlay J.W 
MacDermott P.J 
Railton W.A 
Biggs R.A 

Lee S.J 

Fyans B.P 

Ryan P 

Bell R.W 

Jones P.A 
Oates J.W 


Winter 1963 


Chief Eng Officer Jones R.M 


Page B.M 
Carroll T.M 
Dawson A.G 
Scott R 

Craig C.G 
Brassington G.J 
Dunn R.B 
Bailey P 


Captain Young A.E 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 


Electrical Officer 
2nd Elect Officer 


Chief Eng Officer Finlinson H.M 


Wilson D.K.B 
Carroll T.M 
Bell W.C 
Edgar J 
Kennedy V 
Hadden D 
Sowden R 
Bailey P 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Snr 3rd Officer 
Uncert Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
2nd Radio Officer 
Purser 


Autumn 1964 


(14/10/1964) 


Captain Hagley R.L 
Chief Eng Officer Peat R 





Gurney F.G 2nd Eng Officer Page R.M 
Sinnott J.F 3rd Eng Officer Quigley T.G 
Kingsmill M 4th Eng Officer Lindsay W.P 
Tut M.T 5th Eng Officer Woodend M.J 
Kumarasinghe R.K Engineer Cadet Lawson R 
Raeburn-Ward A.D Engineer Cadet Hall J 
Fletecher R Electrical Officer Archibald W 
Brumby G.J 
Miley D 
Carpenter Blakely W.A 
Spring 1965 
(10/05/1965) 
Captain Mills M.C 
Chief Eng Officer Peat R 
Hudson A 2nd Eng Officer Turner T.A 
Railton W.A 3rd Eng Officer Quigley T.G 
McLeod K 4th Eng Officer Woodend M.J 
Fletcher R 5th Eng Officer Chambers D.A 
Martin L 6th Eng Officer Hosty E.A 
Raeburn-Ward A.D Electrical Officer Sowden R 
Williams J.H 
Gibson S.H 
Hopwood W.S 
Kielthy P.K 
Miley D 


Carpenter Blakely W.A 





Autumn 1965 


(15/11/1965) 


Captain Cooper T 
Chief Eng Officer Douglas G.A.C 


Chief Officer Jones E.H 2nd Eng Officer Farrington A 

2nd Officer Jones D.| 3rd Eng Officer Carroll T.M 

Uncert Officer McCall D.P 4th Eng Officer Grindlay R.M 
3rd Officer Tiller C.R 5th Eng Officer Forster T.H 
Deck Cadet Martin L 6th Eng Officer Laing R.F 
Deck Cadet Cameron R.K Engineer Cadet Harthorn P.J 
Deck Cadet Williams J.H Engineer Cadet Godfrey A.P 
Deck Cadet Gibson S.H Electrical Officer Dobson B 

Radio Officer Monaghan J 

2nd Radio Officer Haigh T.C 
Purser Ashley E 


Spring 1966 


(01/05/1966) 


Captain Weir R 
Chief Eng Officer Marsh T.E 

2nd Eng Officer Weddle B.O 
3rd Eng Officer Mears C 

4th Eng Officer Robinson A.J 
5th Eng Officer Brooks M.A 
6th Eng Officer Barnes D.A 

Electrical Officer Price W.T 


Chief Officer Routledge J.D 
2nd Officer Dobson G.F 
3rd Officer Warburton P.R.R 
Deck Cadet Wain Z.T 
Deck Cadet Bytheway P.S 
Deck Cadet Howland P 
Radio Officer Hopwood W.S 
2nd Radio Officer Haigh T.C 
Purser Traynor J.A 
Carpenter McHugh G 
Writer May D.W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1966 


Captain Saunders P 


Chief Eng Officer Brown L.G 


Gowsell K 2nd Eng Officer Hudson J 
Scott H.A 3rd Eng Officer Bartrop C.J 
Gow P.D 4th Eng Officer Green E.J 
Wain Z.T 5th Eng Officer Lightbrown A 
Kielthy P.K 6th Eng Officer Douglas A 
Traynor J.A Electrical Officer Thompson J.R 
Carpenter McHugh G 
Spring 1967 
(20/05/1967) 
Captain Gurney F.G 

Chief Eng Officer Patton M.J 
Clayton D.R 2nd Eng Officer Hay W 
Bonner J.M 3rd Eng Officer Mathieson D.R 
Weinman L.P 4th Eng Officer Tun W 
Das M 5th Eng Officer Kenyon J 
Wain Z.T 6th Eng Officer Rooks B 
Kielthy P.K Engineer Cadet Stanley P.F 
Ravera R.F Electrical Officer Cull B.P 


Carpenter 


Doherty N.J 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1967 


(21/11/1967) 


Captain Saunders P 
Chief Eng Officer Willoughby R.S 





Nisbet M.R 2nd Eng Officer Meiklejohn A 
Kingsmill M 3rd Eng Officer Bartrup C.J 
Fyans B.P 4th Eng Officer Tun W 
Brookes A 5th Eng Officer Corrin C.J 
Cantlwell P.T 6th Eng Officer Newton C.R 
Jones H Engineer Cadet Dickinson M 
Ravera R.F Engineer Cadet Mullaly A.E 
Electrical Officer Houston D 
Carpenter Fazakerley W 
Summer 1968 
(22/06/1968) 
Captain Jones E.H 
Chief Eng Officer Renney E.C 
Griffiths D.A.G 2nd Eng Officer Primrose C.H 
Fletcher P.W 3rd Eng Officer Blower J.W 
Bower G.J 4th Eng Officer Nixon P 
Watson C.T 5th Eng Officer Hutchinson R 
Corcoran J.A 6th Eng Officer Howayson J 
Waller R.A Electrical Officer Marlow C.A 
Keenan G.J 


Carpenter Schamis M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Autumn 1968 


(01/12/1968) 


Captain Gurney F.G 
Chief Eng Officer Tennett G 





Preshaw A.G 2nd Eng Officer Durward K 
Kumarasinghe K.R 3rd Eng Officer Powell R 
Rae G.N 4th Eng Officer Bandeen J.L 
Stewart R.L 5th Eng Officer Leather G.A 
Morgan K.B 6th Eng Officer Mitchell J 
Alcock D Electrical Officer Thomas A 
Kimberley D 
Carpenter Hanley F 
Summer 1969 
(30/06/1969) 
Captain Gowsell K 
Chief Eng Officer Millington G 
Bath A.L 2nd Eng Officer McCarthy J.S 
Woodham R.M.S 3rd Eng Officer Powell R 
Malpass N.H 4th Eng Officer Gilmour D.T 
Hodgkinson J.H 5th Eng Officer Wane A 
Kunze A.R 6th Eng Officer Deacon T.B 
Laycock H.M Electrical Officer Ward D.N 
McKay K 
Grey R.W 


Serang (Deck) Dhar A.C 
Serang (Engine) Paul K.C 
Storekeeper RakizG 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Winter 1969 


(25/12/1969) 


Captain Moore A.R 
Chief Eng Officer Stokes G.W 





Preshaw A.G 2nd Eng Officer Parsons W.B 
Meredith M.T 3rd Eng Officer Mathieson D.R 
Bodman K.A 4th Eng Officer Needham T.A 
Hill R.1 5th Eng Officer Inman J.R 
Allen D.J.V 6th Eng Officer Walker J 
Glover G.F Electrical Officer Preston E.J 
Kays W.H 
Carpenter Nicholas D.F 
Serang (Deck) Mukherjee M.K 
Serang (Engine) Noegi P.K 
Cook Chand S.K 
Storekeeper Ellias M 
Summer 1970 
(01/07/1970) 
Captain Moore A.R 
Chief Eng Officer Worthington T.C 
Taylor R.1 2nd Eng Officer Parsons W.B 
Milton W.R 3rd Eng Officer Mathieson D.R 
Bodman K.P 4th Eng Officer Lockie M 
Magner J.R 5th Eng Officer Lunness T 
Corcoran J.A Engineer Cadet Penny D.N 
Owens R.J Electrical Officer Black M 
Matheson D.N 
Kays W.H 


Carpenter Nicholas D.F 
Serang (Deck) HugA 
Serang (Engine) Bardhan R.C 
Cook Singh P.N 
Storekeeper SelaniG 





